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ADC AtliUata Cortvr.un>ca«>ons Center Dallas, Texas 75202 (2U)7<8-9631 


September 19, 1980 

Mr. M. M. Dvoretsky 

Department of Physics- and Astronomy 

University College London 

Cower Street 

London WC1E 6BT 

Dear &r. Dvoretsky: 

Thank you for your inquiry regarding our footage of the 
Kennedy assassination. 

We receive requests for our footage from time to time, but 
are unable to handle them . A videotape copy of our entire 
collection is on file at the Lyndon B. Johnson Library on 
the campus of the University of Texas at Austin. The 
director of the library is Harry Middleton. Perhaps he 
might be able to assist you. 

Sincerely, 



yohn Sparks 

Executive News Producer 
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